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The Film 


15 August 1957 
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1* & ixaitractor* 


hm*t fwnga f«apiir ag 


regaarding the SKSS© classification of certain Ooveruaent 
furnished aqpipaent for the execution of the subject eoatract. 
The equlpnmt consists of the following: 

2 each infors»tion recorders MP-10757 

1 each infomstion s^lifiers MP- 106 U 1 

2 each power supplies MP-10tfG6 

2* In order to -ve rify the doubt ful SECK&E classification 


OC-1 


& 


of the above equipment, 

call to the Agen cy Divis ion initially contracting this equip- 
ment for Project 


25X1 A9A 


25X1A5A1 



25X1A9A 

25X1A2D1 

25X1 ^1 

25X1A2D1 

25X1 A9A 

25X1A5A1 


25X1 A9A | 


OC-E/R&D-EP/LHG : rajr (15 Aug. 57) 
cc: R&D Object File 
Monthly Report 
R&D Lab 
SPD 
MSB 

R&D Chrono 
EP Chrono 
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